Bid No. 13-36 


Boiler Replacement/Arlington High School 


General Bids 




Bidders 

Bid Price 





industrial Burner Systems, Inc. 

$136,000.00 

Aalanco 

$139,918.00 

Enterprise Equipment 

$158,615.00 

CAM HVAC & Construction, Inc. 

$177,000.00 

Performance Plumbing & Heating 

$184,306.00 

P.J. Dionne Co., Inc. 

$194,500.00 


Riverdale Plu mbing & Heatin g 
Ambient Temp erature Corp. 


Bid Bond 

Addend.#1 

Signed 

DCAM Cert. 

DCAM Update 
Statement 
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